


Cees Pinot Noir ERIT T] 

Containssulphites <22 MENE 

ees AM 
NAME Pinot Noir Oaked 2020 SERVING 
ESTATE Tillingham, Store away from direct sunlight. 
Peasmarsh, East Sussex, UK Drink now and over the next ten years. 
VINTAGE 2020 Serving temperature 13—15 degrees Celsius. 
ALC 11% VOL 
GRAPE(S) 100% Pinot Noir TECHNICAL 
Free S02: <8 ppm 

TASTING NOTE Total SO2: <26 ppm 
Bright cherry red in colour. An ethereal red with Acidity: 4.8. g/L 
hints of cacao and violet. Elegant on the palate Residual sugar: <1g/l 
with damson and spice. More generous than its Bottles produced: 1909 bottles 
unoaked cousin. Lot number: L-2020-17 


Suitable for vegetarians /vegans: YES 


VINIFICATION 

80% destemmed and 20% whole bunch, fermented 
in bins for five days and then transferred to 251 
barrel and 12001 fuder (large, German oak vat), 
for six months. The two components were then 
blended in stainless steel and shortly afterwards 
bottled by gravity with a small sulfur addition. 


Grape History: Grown at Crouch Valley, Essex. 
Conventional but low input viticulture. 


